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NATIONAL SECURITY AGENCY 


FORT GEORGE G. MEADE, MARYLAND 207S5 


Serial: N1209 
16 October 1978 
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MEMORANDUM FOR THE DIRECTOR OF CENTRAL INTELLIGENCE 
SUBJECT: DC I Annual Report 

Reference NFIB-6.1/10 dated 2 October 1978.. We are most 
willing to participate in the preparation of the DCI Annual 
Report. We are fully prepared to cooperate in whatever way 
you believe we may best assist your staff in completing this 
endeavor. 

Vice Admiral, U. S. Navy 
Director 
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